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3.125 (a) REPEAT 

FACILfTIES.OEhlERAL 

(a) StnKHural strengrtti The faciliti'' must oe oonstructed of soch matenia) and ol sucJi strengiflri as apprcpriale tor the 
animals invglviad. Ttw indoof and putdiapr housing fapiliHaa shalt Sb strmpturally BQund and shall ba maintained in 
good ropair to protect Iho animals Irom Injury and lo contain llna animals. 

""ThB kangaiods pen has a hpusing siructur^ that has jagged shvaets et itnaial on the aides oF the ahelter that needs 
to it>e repaired or removed. The deer pen Ims a housing siructure that has ja^ed edges of wood on the OaOK sde of 
the gheHer that needs to be repaired- These hicnising structures shall be structurally sound and shall be mginjained in 
good repair to protect Itie animals Irom injury artd lo contair^ ItH animals. 


The inspection and eiKrt briefing was conducted wilh the owners. 
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